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ACTION EUR- 12 

INFO OCT-01 ISO-OO CIAE-00 PM-04 INR-07 L-03 ACDA-10 

NSAE-00 PA-02 SS-15 PRS-01 SP-02 USIA-15 TRSE-00 

SAJ-01 NSC-05 EB-07 COME-OO /085 W 

040025 

R 191635Z SEP 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 4915 
INFO USMISSION NATO BRUSSELS 

UNCLAS LONDON 14535 

E.O. 11652: N/A 
TAGS: BEXP, UK 

SUBJECT: NATO INFRASTRUCTURE CONTRACT: ICB NOTICE: 
MUNITIONS SECURITY IMPROVEMENTS 

1, EMBASSY HAS RECEIVED ICB NOTICE PERTAINING TO 
IMPROVEMENTS WHICH ARE TO BE MADE TO THE SECURITY OF A 
MUNITIONS AREA AT RAF UPPER HEYFORD, OXFORDSHIRE. 

2. THE WORK COMPRISES: 

(A) BUILDING/CIVIL ENGINEERING 

(I) PREPARE FOUNDATIONS FOR NEW OBSERVATION TOWER TO 
BE SUPPLIED AND ERECTED BY USAF. BULLET PROOF PERSONNEL 
CAB ON TOWER (TO BE KNOWN AS MASTER TOWER). 

(II) DISMANTLE AN EXISTING OBSERVATION TOWER AND RE- 
ERECT ON NEW SITE COMPLETE WITH NEW CAB (TO BE KNOWN AS 
ASSESSMENT TOWER). 

(III) DEMOLISH BUILDINGS 1012 AND 1014 TO 1019. 

(IV) DRAIN/LANDSCAPE EXISTING DITCH/REGRADE IN SEPTIC 
TANK AREA. 

(V) CREATE NEW VEHICLE ENTRAPMENT AREA/MODI Y PERSON- 
NEL ACCESS. 

(VI) BUILD EXTENSION TO EXISTING STAND-BY SET HOUSE. 
STANDBY SETS TO BE PROVIDED BY USAF. 

(VII) MODITY INTERNALLY PART OF BUILDING 1011. 
UNCLASSIFIED 
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(VIII) DEMOLISH BUILDING 1022 AND ERECT NEW PREFABRICAT- 
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ED DOUBLE GARAGE ON EXISTING SITE. 

(IX) PREPARE FOUNDATIONS FOR FLOODLIGHTING COLUMNS/ 
LOUDSPEAKER COLUMNS. 

(B) MECHANICAL/ELECTRICAL 

(I) CARRY OUT CERTAIN INTERNAL WIRING IN USAF-SUPPLIED 
PERSONNEL CAB ON NEW MASTER TOWER. 

(II) CARRY OUT INTERNAL WIRING TO NEW CAB ON ASSESS- 
MENT TOWER. 

(III) DISCONNECT SERVICES TO BUILDINGS TO BE DEMOLISHED. 

(IV) PROVIDE FLOODLIGHTING AND ELECTRICALLY OPERATED 
GATES TO NEW ENTRAPMENT AREA. 

(V) CARRY OUT INTERNAL WIRING TO EXTENSION TO STAND- 
BY SET HOUSE. CARRY OUT CABLING TO NEW DISTRIBUTION SUB- 
STATION. LAY MV CABLES INSIDE EXTENSION/PROVIDE NEW MV 
SWITCHGEAR. 

(VI) CARRY OUT INTERNAL WIRING TO PART OF BUILDING 1011 

(VII) CARRY OUT INTERNAL WIRING TO RE-ERECTED BUILDING 
1022 . 

(VIII) SUPPLY/INSTALL AREA FLOODLIGHTING COLUMNS COM- 
PLETE WITH FLOODLIGHTS AND UNDERGROUND CABLES. 

(IX) SUPPLY/LAY UNDERGROUND CABLES FOR SUPPLIES TO 
TOWERS/PUBLIC ADDRESS. SUPPLY/INSTALL COLUMNS FOR PUBLIC 
ADDRESS LOUDSPEAKERS. PA EQUIPMENT TO BE U.K. SUPPLIED. 

(X) ASSIST IN LAYING USAF CABLES. 

3. TENDERS ARE DUE TO BE INVITED DECEMBER 1975/ 

JANUARY 1976. ORDER OF COST 150,000 POUNDS - APPROX. 

HALF FOR B&CE ELEMENT AND HALF FOR M&E ELEMENT. PROJECT 
MANAGER IS MR. D. ASHWORTH. PHONE: RUISLIP 33381, EXT. 

105. PROJECT OFFICERS ARE MR. J.D. DOULTON (CE), EXT. 

232 AND MR. W.D. MATTHEWS (ME), EXT. 109. ADDRESS: PSA/ 

DOE, 88 BLENHEIM CRESCENT, RUISLIP, MIDDLESEX HA4 7EG, 
ENGLAND. INTERESTED TENDERERS SHOULD INDICATE IF THEY 
WISH TO BE INVITED TO TENDER FOR B&CE OR M&E OR BOTH. 
RIC/HARDSON 
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